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Exhibit of The Mint of the United States at Philadelphia , 

Superintendent’s Office, 

Chicago, 

August 31, 1893 

Col. O.C. Bosbyshell 
Supt. U.S. Mint Philada. 

Dear Sir. 

The reverse die cracked suddenly the other day (or probably developed cracks that had 
been coming on for some time) and so badly that I thought it best to telegraph you immediately 
as by so doing it might save time the die has not given way yet. 

One of the Howell boys called at the exhibit yesterday with your letter of introduction, 
the other one I have not seen yet. 

Very Respectfully 
U.S. Beekley 

P.S. Package of envelopes received. N.S.B. 



